ALONG  CHURCH  STREET  -  CHARLESTON.  S.  C. 

THE  DOCK  ST.  THEATER,  on  left,  opened  in  1736  is 
the  first  building  in  America  designed  solely  "for 
theatrical  purposes  and  is  still  in  use  today  ST. 
PHILIP'S  EPISCOPAL  CHURCH  in  background, 
erected  1835,  is  one  of  the  most  famous  landmarks 
of  the  city. 
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